

Change from one presentation 
to another in a matter of sec¬ 
onds with Plan Hold’s Patented 
Chart Holder and New Flip Chart 
Stand. A simple turn of one wing 
knob allows a quick and easy 
change from one Chart Holder 
to another. (See photo below.) 
Each presentation can be stored 
in its individual holder which ac¬ 
commodates over 100 sheets. 
Chalk talks or hand illustrated 
lectures can be given, with a 
board backing inserted in the 
holder. Unit can also be used for 
display cards. 

Plan Hold’s Adjustable Flip 
Chart Stand telescopes from 
38" to 66" in height by adjust¬ 
ing a wing knob. Heavily chrome 
plated, this stand will give you 
lifetime use. Its rigid support 
base prevents tipping. 


Plan Hold's Patented Holders 
are available for chart widths 
from 18" to 42". More than 
100 sheets can be inserted 
in seconds. 


A single wing knob 
secures the holder to 
stand. This allows 
presentation change¬ 
over in seconds. 


See Reverse Side For Details 





















Plan Hold Flip [hart Stand 

and RiiBssories 


Type “C” Plan Hold Chart Holders are furnished with 
plastic identification windows and cards. 


Catalog 

Number 

Sheet Width 

Unit Size 

Price 

Each* 

18-C 

18" 

$4.60 

24-C 

24" 

$5.10 

30-C 

30" 

$5.60 

36-C 

36" 

$6.10 

42-C 

42" 

$6.60 


No hole punching or damage to sheets with Plan Hold's 
Patented Friction Type Chart Holder. When wing knobs 
are loosened, the spring operated clamp opens to ac¬ 
cept an average 100 sheet thickness. Tighten the 
knobs, and the clamp closes tight enough to secure 
a single sheet . . . without punching holes, without 
staples or binding tapes. The easiest way to change a 
single sheet or an entire, presentation. 
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Adjusts 
from 
38" to 
66 " 



Plan Hold 
Flip Chart Stand 

Telescopes from 38" to 
66" in height by adjust¬ 
ment of one wing knob. 
Its heavily plated square 
tube construction as¬ 
sures long life. Rigid 
support base, attached 
with 4 set screws, guards 
against tipping. Catalog 
No. PE-200. Price: $17.50 
each*. 


*AII prices F.O.B. 
destination to any 
point within the 
United States (Alaska 
and Hawaii excepted). 


PLAN HOLD CORPORATION 

World's largest manufacturer of plan filing systems 
TORRANCE, CALIFORNIA — AURORA, ILLINOIS 



Plan Hold’s 
Portable Tripod Easel 

For use with Plan Hold chart hold¬ 
ers, extends from 31" to 80" in 
height and weighs less than 4 lbs. 
Has non-marking plastic self level¬ 
ing feet and jam-proof leg locking 
clutches. Made of rigid aluminum 
and steel. Folds for easy carrying. 
Catalog No. PE-100. Price: $24.95 
each*. 



Plan Hold Protecto Covers 

are made of heavy gauge 
fire resistant vinyl plastic to 
protect your flip charts. 

Catalog Sheet Width Price 
Number Unit Size Each* 


18PC 

18" 

' x 30" 

$1.80 

24 PC 

24" 

' x 36" 

$2.80 

30PC 

30" 

’ x 42" 

$4.00 

36PC 

36" 

x 48" 

$5.00 

42PC 

42" 

' x 54" 

$7.15 


\\ 



Plan Hold manufactures 
a complete line of filing 
systems for storing flip 
charts. Ask for Catalog 
No. 63. 
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